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The U* S. Mint, 

Phila. ,Pa. 

Gentlemen:- 

The press 62 and sheading attachment is 
standing entirely ready to ship and we will be pleased to have 

t • • 

Mr. James come down and inspect it as early as he can this week. 
Kindly let us know when w e may expect him and oblige 

Yours truly, V , -?'/ 

Perracute Machine Co., 

~ f 
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Ferracute Machine Company, 

Bridgeton, New Jersey, U.S.A., 

August 8, 1892 

The U.S. Mint, 

Phila., Pa. 

Gentlemen: - 

The press 62 and shearing attachment is standing entirely ready to ship and we will be 
pleased to have Mr. James come down and inspect it as early as he can this week. Kindly let us 
know when we may expect him and oblige. 

Yours truly, 

Ferracute Machine Co., 

Per 

Fred. J. Smith, 

Secy. 



